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437 WEST 59TH STREET, NEW YORK 


DEPARTMENT OF PHYSIOLOGY 
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Dear Dr. Falconer: 

I am enclosing a copy of a letter which I 
have written to Professor Macallum. For fear that Macallum 
might be so busy that it might be overlooked, I though I had 
better call it to your attention also so that the fact that 
this apparatus is in our laboratory will be on record. 


Sincerely yours, 


Robert Alexander Falconer, Esq., 
President, University of Toronto, 


Toronto, Canada. 


Copy of letter sent to 
Professor A. B. Macallunm. 


Coluinkia Gniversitp 
Cullege af Lhopstetans and Surgeons 
437 WEST SST STREET, NEW YORK 


DEPARTMENT OF PHYSIOLOGY 


Dear Professor Macallum: 
This is to remind you that I have part 


of 


% 


Cambridge galvanometer belonging to the University of To- 


2 


ronto, sent here by Professor Brodie before Kis death. You re- 


member my having spoken to you about it. As it has to pay duty 
going into and out of this country, I had thought you might like 
to have it stay here until someone at Toronto is ready to use 
it. As I am going into service, I have left it in charge of 
Dr. Lee's secretary in the department safe, marked "Property 
of the University of Toronto." 

With kind regards, I am, 


sincerely yours, 
e 


Professor A. B. Macallun, 
University of Toronto, 
Toronto, Canada. 
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